THE TELESCOPE.
a wing nut by which it may be tightened. The s the joint as well as the upper end of the standard coated with black lead to insure smooth working set firmly in the ground, while it cannot be m< place to place, has the advantage of being rigid, one of the best of cheap stands.
COMPACT TELESCOPE,
In Fig. 317 is represented a fine telescope of : ture, the optical parts of which are made after th of the late R. B. Tolles.
This telescope is suitable for either celestial trial observation. The high perfection of the permits of a very short focus (24 inches), which i of considerable importance in portable telescopes,
Saturn with his rings and satellites, Jupitc moons, the nebula of Orion, and other nebulae, t star clusters and many of the double stars may be a great deal of satisfaction with this little telescofower of the telescope, and i to a wonderful extent.
